From: Barry Cadden 

Sent: Wednesday, July 25, 2012 9:09 AM 

To: Inna Svirskiy 

Subject: RE: 


yes 


From: Inna Svirskiy 

Sent: Wednesday, July 25, 2012 8:47 AM 
To: Barry Cadden 
Subject: RE: 

Hi Barry, 


How about Quantitative Testing Success Rate? Is that the same as Potency? 


Thanks, 

Inna 

Inna Svirskiy 

Marketing Manager 
Medical Sales Management 
(Ameridose & NECC) 

Office Line: (508) 656-2608 
Cell Phone: (774) 286-1160 
Fax: (508) 820-9401 

www.Ameridose.com 

www.ISIeccrx.com 


From: Barry Cadden 

Sent: Tuesday, July 24, 2012 4:26 PM 

To: Inna Svirskiy 

Subject: 

Sterility testing=100% 

Endotoxin=100% 

Potency=100% 

Media fill = 100% 

Personnel monitoring= 0.442% 

Clean room surface monitoring= 0.481% 

Clean room air= 0% 

Hood surface= 0% 

Hood air= 0% 
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